BILL NO. S-94-12-/5 


SPECIAL ORDINANCE NO. S- ““ Y-F L 


AN ORDINANCE approving the awarding 
of I.T.B. #7119 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and PAIN 
ENTERPRISES for the THREE RIVERS 
FILTRATION PLANT. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That I.T.B. #7119 between the City of 
Fort Wayne, by and through its Department of Purchasing 
and PAIN ENTERPRISES for the Three Rivers Filtration 
Plant, respectfully for: 
the purchase of liquid carbon dioxide 
for the Three Rivers Filtration Plant 
for use during 1995; 
involving a total cost of One Hundred Twenty Thousand and 
no/100 Dollars ($120,000.00), all as more particularly set 
forth in said I.T.B. #7119, which is on file in the Office 
of the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in 
all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


wt A 


J. Timothy Caulay, City Attorney 


REF. NO.: 
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DATE: 
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SINGLE SOURCE: 
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NO. 
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OF VENDORS 


OF VENDORS 


OF VENDORS 


OF VENDORS 


NOTIFIED: 
RECEIVING BID: 
RETURNING BID: 
DISQUALIFIED: 


NOT RESPONDING: 


DATE SENT TO DEPT FOR RECOMM: 


DATE RECOMM RECEIVED BACK: 


DATE SENT TO LAW DEPT: 


INTRODUCTION DATE: 


DISCUSSION DATE: 


PASSAGE DATE: 


TALES 
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12/08/94 

LIQUID CARBON DIOXIDE 
YES 

11/14/94 & 11/21/94 
12/01/94 

NO 

10 

3 
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0 
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12/02/94 

12/08/94 

12/087 94 

12/13/94 

12/20/94 


12/27/94 


ITB 7119 
LIQ CARBON DIOXIDE 


FLP 
12/02/94 
ITEM/DESCRIPT LIQUID CARBONIC PAIN ENTERPRISES 
PRICE TON TRUCK $65.00 $44.00 
FREIGHT $0.00 $11.27 
TOTAL $65.00 $55.27 
EST DELIVERY 48 HOURS 24 HOURS 


DD APPROVAL: 


Read the first time in full and on motion by 2-5 i 
seconded by = > , and duly ad PYLE, the second time by 


title and referred to the Committee on 








City Plan Commission for recommendation eld after 
due legal notice, at the Common Coun Conference Room 128, City-County 
Building, Fort Wayne, i on r the , day 
of at ale lock ; JN Bears 
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SANDRA E. KENNEDY, CITY CLERK 


Read the third time in full and on motion by Nereo 3 





seconde , and duly adopted, placed on its Basan, 
PASSED Lest by the following vote: 
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Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (DI (APPROPRIAT 3 AL) 


(SPECIAL) (ZONING) ORDINANCE RESOHJTION NO. LSP 
on the LIL day of leoni) >.» 102 


ATTEST: (SEAL) 
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SANDRA E. RENE CERN CLE > E 
Presented by me to the Mayor of the City of Fort Wayne, Indiana, oh 
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19 qy e at the hour of 22.95 —eteicok “Mag BEC 


ARGS 


PAUL HELMKE, MAYOR 











PRESIBING OFFICER 





Approved and signed by me this 





The City of Fort Wayne 


Paul Helmke, Mayor 





December 8, 1994 


Fort Wayne City Council Members 
Room 126 - Council Chambers 
One Main Street 

Fort Wayne, IN 46802 


RE: ITB #7119 - Liquid Carbon Dioxide 


Dear Council Members: 


The chemical above is one of the major treatment chemicals 
requiring your consideration for passage. This bulk chemical is 
required to remove various impurities from the river water to 
convert the water to a drinkable condition referred to as 
"Potable." The Liquid Carbon Dioxide is utilized to enhance 
removal of impurities. It is added to water after the lime- 
softening process to lower the pH in order to reduce calcium 
carbonate scale formation. This process is known as recarbonation. 
Without this chemical we cannot treat the water to make it potable. 
If you have any further questions, please call me at 427-1254. 


w, Fl-2276 


Very truly yours, 


Doug eoler; Superintendent 


Filtration Plant 
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DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving the award of I.T.B. 
No. 7119 for the purchase of liquid carbon dioxide for the Three 
Rivers Filtration Department for 1995. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: Annual supply of liquid carbon dioxide for 
drinking water supply. 


IF REPLACEMENT, WHAT NECESSITATES: 


EFFECT OF NON-PASSAGE: Will not be able to treat drinking water 
supply. 

MONIES INVOLVED: Pain Enterprises $120,000.00 

PRICE AGREEMENT: Yes PURCHASE ORDER: 

SOURCE OF FUNDING: Filtration Plant 513-523-W154-4259 
PRIOR APPROVAL: DATE: 


(IF APPLICABLE) 


Total amount spent as of 12/7/94: $115,000.00 


r. 
SEA 





NO yur ; Wa 
BENA é S-94-12-16 a | 
REPORT OF THE COMMITTEE ON va 
CITY UTILITIES 
DAVID C. LONG — SAMUEL J. TALARICO — CO-CHAIR 

MARK E. GiaQUINTA 

REBECCA J. RAVINE 
WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
REFERRED AN (ORDINANCE) (RESORKXKANIX approving the awardin 





of I.T.B. #7119 the Department of Purchasing and Pain Enterprises for the 
Three Rivers Filtration Plant 


























HAVE HAD SAID (ORDINANCE) (RESOLUTION) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (RE 

' DO PASS DO NOT PASS ABSTAIN NO REC 


fen EL 





DATED: 77-29-32. 


Sandra E. Kennedy 
City Clerk 


